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There will be a meeting of the Audit Advisory Committee on Wednesday, January 
16, 2019 at 8:30 a.m. in the Town Manager's Conference Room, 730 Mass. Ave., Town 
Hall Annex, 2nd Floor. 


Wednesday, January 16, 2019 
8:30 a.m. 


1. Review the results of the Fiscal Year 2018 audit 

2. Review the draft of Comprehensive Annual Financial Reports (CAFR) for 
FY2018 



